RG104 E-1 Box 190 


Areasury Hepartment, 


Buvenr of the Wirrt, 


Washington, A. G., May 28,1895. 


E.& M. Downey, 
Tichester ,Maryland, 
Ladies; 

Replying to-your letter of the 22nd instant,you are informed 
that the Mint at Philadelphia pays for gold deposited at the rate of 
$20.67 per ounce , that is for pure gold. No Seren eres or jewelry 
are made of pure gold,for the reason that it too soft. You can send 
your watch-chain and other jewelry, if you wish to part with it,by ex- 
press and you will obtain the value thereof, less any charges it may 
be necessary to make , aniorder to fit the same for coinage. 

I will state that it is more than probable you will be disappoint 
ed in the amount you will receive in return, but whatever the jewelry 
produces you will receive. 


Respectfully yours, 


Director of the Mint. 
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Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
May 28, 1895 


E. & M. Downey, 
Ilchester, Maryland. 


Ladies: 


Replying to your letter of the 22nd instant, you are informed that the Mint at Philadelphia 
pays for gold deposited at the rate of $20.67 per ounce, that is for pure gold. No watch-chains of 
jewelry are made of pure gold, for the reason that it too soft. You can send your watch-chain and 
other jewelry, if you wish to part with it, by express and you will obtain the value thereof, less 
any charges it may be necessary to make, in order to fit the same for coinage. 


I will state that it is more than probable you will be disappointed in the amount you will 
receive in return, but whatever the jewelry produces you will receive. 


Respectfully yours, 
R.E. Preston 
Director of the Mint. 


